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Ref iiierjL A re a 

1a Steam- genera Led electricity is supplied by aTETs plant located in Grozny-* (l' 

Some ansi?, refineries have additional sources of power from small power stations.. 

Gtalin District 
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2, Ths it, ■>lin district is in the narthwes torn, section of the refinery area, •** 
It has noi. beet; determined whether there ii a power plant in this section., 

I> ? ovq-C ro gn f 

3., It is sell wed -that construction of a new TETe plant was started in 19li9 . 


f_the power plant 
and from an aer 


Jnnex 1 for sket* * 

Location was' pinpointed from sketches 
rjhotor^apt. 

‘ 5p ° Annex 2 for sketch showinp local,! on of Stalin District, 

•?.-,i£? n J .£ :: J ££! (!) Grozny $ Location of .Power Plant. 

(2) Grozny* Stalin District 
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